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Inspection Detail 

Case Status: CLOSED 

Inspection: 1079261.015 - Syngenta Seeds 


Inspection Information - Office: Iowa 

Nr: 1079261.015 

Report ID: 0751910 

Open Date: 07/21/2015 


Syngenta Seeds 

2369 330th Street 
Siater, lA 50244 

SIC: 


Union Status: Nonunion 


NAICS: 111150/Corn Farming 

Maiiing: 2369 330th Street, Slater, lA 50244 



Inspection Type: 

Referrai 



Scope: 

Partiai 

Advanced Notice: N 


Ownership: 

Private 



Safety/Heaith: 

Safety 

Ciose Conference: 07/21/2015 

Ciose Case: 10/12/2015 


Reiated Activity: 

Type 

ID Safety 

Heaith 


Referrai 

1000173 Yes 



Case Status: CLOSED 


Violation Summary 


Serious 

Willful 

Repeat 

other 

Unclass 

Total 

Initial Violations 

1 



1 


2 

Current Violations 

1 



1 


2 

Initiai Penaity 

$4,500 

$0 

$0 

$900 

$0 

$5,400 

Current Penaity 

$4,500 

$0 

$0 

$900 

$0 

$5,400 

FTA Amount 

$0 

$0 

$0 

$0 

$0 

$0 


Violation Items 


# 

ID 

Type 

Standard 

Issuance 

Abate 

Curr$ 

Init$ 

Fta$ 

Contest 

LastEvent 


1. 

01001 

Serious 

19280051 B02 I B 

09/03/2015 

10/21/2015 

$4,500 

$4,500 

$0 


Z- Issued 


2. 

02001 

Other 

19040029 BOl 

09/03/2015 


$900 

$900 

$0 


Z- Issued 
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